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29 June 1966 


MEMORANDUM FOR : Chief, Building Security 


SUBJECT : Revision of Custodian List 
for System 246 


This memorandum is to advise that, if there are any 
problems with securing, etc. of V9430, System 246 located 
in Room 7 E 17/19, please contact the following employees 


in the order listed: 


NAME AND BADGE NO. HOME PHONE 
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